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The prognosis for cervical cancer was not altered by pregnancy or the trimester at 
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Inhibin concentrations were several times higher in the peritoneal fluid than in 
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over 3 months were similar with controlled ovarian hyperstimulation and natural 
cycles combined with intrauterine insemination. 


Clitoral Size in Normal Women 


In 200 normal American women, clitoral size was not related to age, height, 
weight, parity, or OC use, but was greater in parous women. 
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The Effect of Short-Interval Laparoscopic Lysis of Adhesions on 
Pregnancy Rates Following Nd-YAG Laser Photocoagulation of 
Polycystic Ovaries 

Short-interval laparoscopic lysis of adhesions did not improve pregnancy rates in 


patients subjected to laparoscopic Nd-YAG laser photocoagulation of polycystic 
ovaries. 


The Relationship of the Umbilicus to the Aortic Bifurcation: 
Implications for Laparoscopic Technique 


The umbilicus is often located at or cephalad to the aortic bifurcation, a finding 
that has important implications for laparoscopic technique. 


Determinants of Parental Decision to Abort Or Continue After 
Non-Aneuploid Ultrasound-Detected Fetal Abnormalities 
The decision to abort after ultrasound diagnosis of fetal abnormality was 


influenced primarily by prognostic severity; however, the potential for corrective 
therapy seemed to modify this factor. 


Mortality and Morbidity After Intrapartum Asphyxia in the 
Preterm Fetus 


Intrapartum fetal asphyxia contributes to mortality and major motor and cognitive 
deficits in surviving preterm children. 


Coupling of Fetal Movement and Fetal Heart Rate Accelerations 
as an Indicator of Fetal Health 


Recognition of coupling of FHR accelerations to Doppler-detected fetal movements 
may provide an alternative to the NST. 


Antenatal Treatment of Alloimmune Thrombocytopenia 


Antenatal treatment of fetal alloimmune thrombocytopenia with IV gamma 
globulin, with or without corticosteroids, improved fetal platelet counts and 
prevented intracranial hemorrhage. 


Endothelin in Maternal and Umbilical Cord Blood in 
Spontaneous Labor and at Elective Cesarean Delivery 


Endothelin, a potent vasoconstrictor peptide, may promote closure of vessels in 
the umbilical cord and the placental bed after delivery. 


A Retrospective Review of the Efficacy and Safety of 
Prostaglandin E, With Premature Rupture of the Membranes at 
Term 


Prostaglandin E, treatment is safe and effective for induction of labor and cervical 
ripening in term pregnancy with PROM. 

High Frequency of Cytogenetic Abnormalities in Fetuses With 
Cystic Hygroma Diagnosed in the First Trimester 


Detection of fetal cystic hygroma in the first trimester warrants consideration of 
cytogenetic abnormalities. 


The Association Between Unexplained Second-Trimester 
Maternal Serum hCG Elevation and Pregnancy Complications 


Second-trimester elevation of maternal serum hCG is associated with pregnancy 
complications. 
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Ascites: A Portent of Cardiopulmonary Complications in the 
Preeclamptic Patient With the Syndrome of Hemolysis, Elevated 
Liver Enzymes, and Low Platelets 

Ascites at cesarean in patients with HELLP syndrome is an important harbinger of 
possible incipient cardiopulmonary complications. 


Anticardiolipin Antibodies and Pregnancy Outcome in Women 
With Human Immunodeficiency Virus Infection 
A quarter of pregnant women with HIV had abnormal anticardiolipin antibody 


levels, but these antibodies were not associated with adverse pregnancy outcome. 


The Effect of Minor Degrees of Glucose Intolerance on the 
Incidence of Neonatal Macrosomia 
Minor degrees of glucose intolerance increased the risk of macrosomic but not LGA 


neonates, suggesting that standard GTT criteria may not be adequate. 


Biophysical Profile as a Predictor of Amniotic Fluid Culture 
Results 


The biophysical profile does not predict AF culture results in patients with PROM. 


The Biophysical Profile and the Nonstress Test: Poor Predictors 
of Chorioamnionitis and Fetal Infection in Prolonged Preterm 
Premature Rupture of Membranes 


The biophysical profile and NST are poor predictors of chorioamnionitis or fetal 
infection in patients with prolonged preterm PROM. 


High- Versus Low-Dose Oxytocin for Labor Stimulation 


A high-dose oxytocin regimen may reduce the cesarean rate for dystocia over that 
seen with lower doses, but may cause more fetal distress. 


Predictors of Antibiotic Prophylactic Failure in Post-Cesarean 
Endometritis 


Vaginal examinations and parity were the best predictors of prophylactic antibiotic 
failure after cesarean delivery. 
Life Span of Erythrocytes in Late Pregnancy 


A shorter erythrocyte life span in women in late pregnancy was deduced from a 
shift to lighter erythrocytes and a similar shift in rats associated with direct 
survival studies. 


Recombinant Human Erythropoietin in the Treatment of 
Postpartum Anemia 


Short-term treatment with human recombinant erythropoietin can quickly reverse 
maternal postpartum anemia. 


Enhanced Thrombin Generation and Fibrinolytic Activity in 
Normal Pregnancy and the Puerperium 


The normal pregnant woman is protected against hemorrhage by increased 
coagulation, as shown by measurement of soluble fibrin and thrombin- 
antithrombin complexes. 
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After Office Hours 
Hospital Hazards 


Hospital hazards are not limited to medical misfortunes. 


Instruments & Methods 


Indications, Techniques, and Advantages of Partial Laser 
Vaginectomy 


When colposcopy fails to explain a severely abnormal vaginal Papanicolaou smear, 
partial laser vaginectomy produces an excellent diagnostic specimen and preserves 
a functional vagina. 


Coping With Extraperitoneal Insufflation During Laparoscopy: A 
New Technique 


Extraperitoneal insufflation during laparoscopy may be overcome by introducing 
the Veress needle into the peritoneal cavity under direct vision. 


Outpatient Vaginal Hysterectomy: A Pilot Study 


Vaginal hysterectomy can be performed safely on an outpatient basis in selected 
cases. 


Fetal Cells in the Maternal Circulation: Detection of Y-Sequence 
by Gene Amplification 


Detecting the presence of a Y-specific DNA sequence in the maternal circulation 
may not be useful for fetal sex determination. 
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The Role of Selection Bias in Comparing Cesarean Birth Rates 
Between Physician and Midwifery Management 


A 2% cesarean birth rate observed in laboring patients managed by certified nurse- 
midwives appeared to be the result of patient selection bias. 


Unfavorable Outcome in Penultimate Pregnancy and Premature 
Rupture of Membranes in Successive Pregnancy 


Premature delivery in one pregnancy significantly increased the risk of PROM in 
the succeeding pregnancy. 


Bacterial Vaginosis in Early Pregnancy and Pregnancy Outcome 


Bacterial vaginosis in early pregnancy does not necessarily predispose to 
prematurity. 


Myasthenia Gravis in Pregnancy 
The clinical course of myasthenia gravis in pregnancy is unpredictable. 


Pharmacokinetics of Salbutamol in the Pregnant Woman After 
Subcutaneous Administration With a Portable Pump 


Subcutaneous infusion of salbutamol resulted in plasma levels similar to those 
obtained with the IV or oral route. 
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Sound Levels in the Human Uterus 
Low-frequency noises and the pregnant woman’s voice are enhanced as they pass 


into the uterus, whereas high-frequency noises and external voices are slightly 
attenuated. 


High Rates of Atypical Cervical Cytology: Occurrence and 
Clinical Significance 
In populations with high rates of cervical atypia, the frequency of underlying 


intraepithelial neoplasia is similar to that reported previously for women with 
substantially lower rates of cytologic atypia. 


The Significance of Peritoneal Cytology in Stage IB Cervical 
Cancer 


Peritoneal cytology in stage IB cervical cancer is not helpful in treatment planning 
or prognosis. 


Invasive Cervical Cancer Complicating Intrauterine Pregnancy: 
Treatment With Radical Hysterectomy 


Radical hysterectomy and pelvic lymph node dissection may be safe and effective 
for treating cervical cancer complicating an intrauterine pregnancy. 


The Value of Exploratory Laparotomy in Patients With 
Endometrial Carcinoma According to the New International 
Federation of Gynecology and Obstetrics Staging 


The new FIGO classification in patients with endometrial cancer has shown that 
staging exploratory laparotomy is more accurate than clinical assessment. 


Uterine Leiomyomas: Cytogenetic and Histologic Profile 


Cytogenetic and histologic analysis of 93 leiomyomas indicated that different 
specific chromosome abnormalities may characterize the same tumor type. 


Changes in Serum Electrolytes After Transcervical Resection of 
Endometrium and Submucous Fibroids With Use of Glycine 
1.5% for Uterine Irrigation 


Hyponatremia and nausea related to absorption of water and glycine may arise 
after transcervical resection of the endometrium and submucous fibroids. 


Urinary Concentrations of Beta Core Fragment of hCG 
Throughout Pregnancy 
The measurement of urinary BC-hCG, although higher than hCG during 


pregnancy, does not offer any benefit over the established methods for early 
diagnosis of pregnancy. 


The Possible Role of Endothelial Cells in Hypertensive 
Disorders During Pregnancy 


Preeclampsia is characterized by the presence of a serum factor cytotoxic to 
endothelial cells. 


Effects of the Thromboxane-Receptor Antagonists AH 23848 and 
BM 13.177 on Human Uteroplacental Arteries 


The TxA,-receptor antagonists AH 23848 and BM 13.177 inhibited responses to the 
TxA,-mimic U46619 in isolated human uteroplacental arteries. 
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A Randomized Clinical Trial Comparing the Cytobrush and 
Cotton Swab for Papanicolaou Smears 

The Cytobrush/spatula was better in obtaining endocervical cells for the 
Papanicolaou smear than the cotton swab/spatula. 


Ilioinguinal Nerve Entrapment During Needle Suspension for 
Stress Incontinence 


Wide placement of needle suspension sutures may entrap the ilioinguinal nerve. 


Abnormal Findings on Hysterosalpingography: Effects on 
Fecundity in a Donor Insemination Program Using Frozen 
Semen 


Although a substantial number of asymptomatic women beginning donor 
insemination have an abnormal hysterosalpingogram, the procedure has limited 
value in detecting women with decreased fecundity. 


The Effect of Laparoscopic Ablation or Danocrine on Pregnancy 
Rates in Patients With Stage I or II Endometriosis Undergoing 
Donor Insemination 


Neither laparoscopic ablation nor danocrine therapy increased the fecundity of 
patients with stage I or II endometriosis who were undergoing donor 
insemination. 


Frequency, Distribution, and Theoretical Mechanisms of 
Hematologic and Weight Discordance in Monochorionic Twins 


The postnatal characteristics used classically to define twin-twin transfusion 
syndrome are nondiagnostic and do not support any specific antenatal etiology. 


The Relationships Among Psychosocial Profile, Maternal Size, 
and Smoking in Predicting Fetal Growth Retardation 


A poor psychosocial profile correlates with fetal growth retardation and birth 
weight only in women with a low body mass index. 


Subcutaneous Tissue Thickness Cannot be Used to Distinguish 
Abnormalities of Fetal Growth 


Subcutaneous tissue thickness cannot reliably detect fetuses with disturbances in 
growth (ie, fetal growth retardation or macrosomia). 


Doppler Velocimetry in Concordant and Discordant Twin 
Gestations 


Small discordant twins had significant intra-pair S/D differences compared with 
AGA concordant twins and singleton pregnancy, and showed an increase in S/D 
with advancing gestational age. 


Systolic or Diastolic Notch in Uterine Artery Blood Flow 
Velocity Waveforms in Hypertensive Pregnant Patients: 
Relationship to Outcome 


A systolic or diastolic notch in uterine artery flow velocity waveforms predicted 
adverse perinatal outcome and was more discriminating than the resistance index 
in hypertensive pregnant patients. 


Oxygen Measurements in Endometrial and Trophoblastic 
Tissues During Early Pregnancy 


Placental PO, increased during the first trimester, probably because of 
establishment of maternal blood flow to the intervillous space. 
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Kenneth J. Moise, Jr, Incompatibility: Prediction of Fetal Outcome by Changes in 
Diane E. Hesketh, Umbilical Venous Pressure 286 
Lorraine E. Cano, & Increase in the umbilical venous pressure during fetal intravascular transfusion was 
Robert J. Carpenter, Jr associated with poor survival. 


Kuniaki Mabe, Masaharu Ito, & Effects of Norethisterone on Pressor Response to Angiotensin II 
Hitoshi Okamura in Men 


Norethisterone (20 mg/day), administered for 6 days alone or with mestranol for 
estrogenic priming, significantly reduced the pressor response to angiotensin I] in 
men. 


Nelson B. Isada, _ Fetal Intracardiac Potassium Chloride Injection to Avoid the 
Peter G. Pryde, | Hopeless Resuscitation of an Abnormal Abortus: I. Clinical 
Mark P. Johnson, _Issues 296 


Mordechai Hallak, Fetal intracardiac potassium chloride injection was used to induce fetal cardiac 
William B. Blessed, & arrest before induction of labor during second-trimester abortions for genetic 
Mark I. Evans indications. 


Editorial 
Morton A. Stenchever The Lesser Tragedy 300 


Is it appropriate to kill, by direct means, an anomalous fetus? 


Review 


Russell T. Coleman, _ Prevention of Neonatal Group B Streptococcal Infections: 
David M. Sherer, & Advances in Maternal Vaccine Development 301 


William M. Maniscalco Development of a maternal vaccine for prevention of neonatal group B 


streptococcal sepsis is both a needed and an attainable goal. 
Clinical Commentary 


John C. Fletcher, _ Fetal Intracardiac Potassium Chloride Injection to Avoid the 
Nelson B. Isada, | Hopeless Resuscitation of an Abnormal Abortus: II. Ethical 

Peter G. Pryde, _Issues 310 

Mark Paul Johnson, & 


Fetal intracardiac potassium chloride injection with genetic abortion is ethically 


Mark I. Evans justified to protect maternal autonomy only if a live birth creates civil or criminal 
liability. 
Bruce C. Richards & _—_ Closed Liability Claims Analysis and the Medical Record 313 


George Thomasson Regarding the medical record as a legal document and avoiding system failures 


may help lessen the chances of a claim, improve defensibility, or both. 


Michael D. Stein & Clues to Enhancing the Identification of Human 
Karen A. Rosene Immunodeficiency Virus-Infected Women 317 


Clinical clues are offered for deciding which women seen in obstetric and 
gynecologic practices should have HIV testing and counseling. 
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Mark K. Dodson, A Randomized Comparison of Secondary Closure and 
Everett F. Magann, & Secondary Intention in Patients With Superficial Wound 
G. Rodney Meeks _ Dehiscence 321 


Secondary closure of superficial wound dehiscence decreased healing time and 
resulted in fewer postoperative follow-up visits compared with healing by 
secondary intention. 
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Laparoscopic Oophorectomy: Comparative Study of Ligatures, 
Bipolar Coagulation, and Automatic Stapling Devices 
Laparoscopic oophorectomy can be accomplished safely and effectively using 
pretied loop ligatures, bipolar electrocoagulation, or automatic stapling devices. 


Hysteroscopic Endometrial Ablation Using the Rollerball 
Electrode 


Endometrial ablation with the rollerball electrode is an effective method for treating 
menorrhagia. 


Quantitative and Qualitative Effects of Douche Preparations on 
Vaginal Microflora 


Douching caused a transient reduction in total numbers of bacteria; however, 
douching with povidone-iodine solutions may result in longer-term microecologic 
effects. 


Treatment of Premenstrual Syndrome With Fluoxetine: A 
Double-Blind, Placebo-Controlled, Crossover Study 


Fluoxetine is an effective treatment for both the physical and psychological 
symptoms of severe PMS. 


Expectant Management of Ectopic Pregnancy 


In expectant management of ectopic pregnancies, spontaneous resolution occurred 
in 69% of selected cases, corresponding to 18% of all ectopic pregnancies. 


Chorionic Villus Sampling: Transabdominal Versus 
Transcervical Approach in More Than 4000 Cases 


With emphasis on teaching transcervical CVS for patient comfort and larger 
specimens, the use of the transabdominal approach is limited to approximately 
15%. 


Maternal Serum Screening for Fetal Down Syndrome in Women 
Less Than 35 Years of Age Using Alpha-Fetoprotein, hCG, and 
Unconjugated Estriol: A Prospective 2-Year Study 


Maternal serum screening using AFP, unconjugated estriol, and hCG in 9530 
women detected four of seven cases of fetal Down syndrome that would not have 
been detected with AFP and age alone. 


Risk Factors for Developmental Disorders in Infants Born to 
Women With Graves Disease 


Risk factors for fetal growth restriction and neonatal thyroid dysfunction in cases 
of maternal Graves disease relate to maternal thyroid status and history of the 
disease. 


Outcome of Children Born to Women Treated During Pregnancy 
for the Antiphospholipid Syndrome 


Children born to women treated for the antiphospholipid syndrome during 
pregnancy follow a course similar to other infants born at the same gestational age. 


Accelerated Cardiac Growth and Abnormal Cardiac Flow in 
Fetuses of Type I Diabetic Mothers 


Fetuses of well-controlled type I diabetic mothers showed an accelerated growth of 
cardiac walls and abnormal development of Doppler-measured cardiac function. 
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Umbilical Artery Velocimetry in Predicting Perinatal Outcome 
With Intrapartum Fetal Distress 

Intrapartum umbilical velocimetry can be useful in evaluating FHR patterns and 
predicting adverse perinatal outcome. 


Ultrasonographic Measurements of Fetal Ear 


Nomograms were constructed for ultrasonographic measurements of the fetal ear, 
and may be useful for the antenatal prediction of chromosomal abnormality. 


Natural History of the Minimally Abnormal Papanicolaou Smear 


Most women with minimally abnormal Papanicolaou smears confirmed on a 
second smear and colposcopy will have spontaneous regression to normal over a 
short time interval. 


An Evaluation of Human Papillomavirus Testing as Part of 
Referral to Colposcopy Clinics 


Human papillomavirus testing by ViraPap predicted which women referred for 
colposcopically directed biopsy were likely to have histologically confirmed CIN. 


Strategies for Improving the Specificity of Screening for Ovarian 
Cancer With Tumor-Associated Antigens CA 125, CA 15-3, and 
TAG 72.3 


Levels of specificity suitable for screening asymptomatic postmenopausal women 
for ovarian cancer can be achieved using tumor-associated antigens measured 
serially or in combination. 


The Relationship Between Breast Cancer Survival and Prior 
Postmenopausal Estrogen Use 


Median survival is significantly longer when breast cancer develops in estrogen 
users as compared with never-users. 


Interleukin-1 Inhibits Growth of Normal Human Endometrial 
Stromal Cells 


Interleukin-18 inhibits growth of normal human endometrial stromal cells in vitro. 


Immunohistochemical Localization of Inhibin/Activin Subunits 
in Human Placenta 


Inhibin and activin may be produced by the syncytiotrophoblast of human 
placenta. 


Relationship of First-Trimester Subchorionic Bleeding Detected 
by Color Doppler Ultrasound to Subchorionic Fluid, Clinical 
Bleeding, and Pregnancy Outcome 


Subchorionic fluid, sometimes with subchorionic bleeding, is common on 


sonography in early gestation and generally means little regarding pregnancy 
outcome. 


Quadruplet Pregnancy: Contemporary Management and 
Outcome 


Ten quadruplet pregnancies treated by various means had a generally good 
outcome. 


Risks Associated With Pregnancy in Spinal Cord-Injured 
Women 


Pregnancy in the spinal cord-injured patient involves maternal medical risk. 
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Joyce M. Piper, Wayne A. Ray, Pregnancy Outcome Following Exposure to Angiotensin- 
& Franz W. Rosa Converting Enzyme Inhibitors 429 


Two of 19 infants exposed to angiotensin-converting enzyme inhibitors in utero 
had serious congenital problems. 


Katharine D. Wenstrom, Antenatal Treatment of Fetal Alloimmune Thrombocytopenia 433 


Carl P. Weiner, & Gamma globulin therapy is beneficial in the treatment of antenatal alloimmune 
Roger A. Williamson thrombocytopenia, but not all fetuses respond to it alone. 


Edward J. Wolf, | A Comparison of Pre-Discharge Survival and Morbidity in 
Anthony M. Vintzileos, Singleton and Twin Very Low Birth Weight Infants 436 


Ted S. Rosenkrantz, Live-born very low birth weight twin infants had a pre-discharge survival rate 
John F. Rodis, Luanna Lettieri, equivalent to that of comparable singletons and had less bronchopulmonary 
& Angie Mallozzi dysplasia. 


Errol R. Norwitz, Prostaglandin D, Production by Term Human Decidua: Cellular 
Phyllis M. Starkey, & Origins Defined Using Flow Cytometry 440 


Andrés Lépez Bernal Using flow cytometry, PGD, production by human term decidua in vitro was 


localized predominantly to bone marrow-derived cells (macrophages). 


G. Rodney Meeks, Unscheduled Hospital Admission Following Ambulatory 

Gregory A. Waller, Gynecologic Surgery 446 
Edward F. Meydrech, & 

F. Henry Flautt, Jr 


Demographic and clinical factors associated with unscheduled hospital admission 
following ambulatory gynecologic surgery are discussed. 


Nancy L. Eriksen, Fetal Fibronectin: A Method for Detecting the Presence of 
Valerie M. Parisi, Amniotic Fluid 451 


Susan Daoust, Bruce Flamm, Fetal fibronectin is a sensitive test for detecting AF for the purpose of diagnosing 
Thomas J. Garite, & rupture of the membranes, and may also be a marker for impending labor in 
Susan M. Cox patients without apparent rupture of the membranes. 


Reviews 


Bernard E. McCartan & _ The Association of Menstrual Cycle, Pregnancy, and Menopause 
Aine Sullivan With Recurrent Oral Aphthous Stomatitis: A Review and 
Critique 455 


There is little experimental evidence to substantiate a relationship between 
recurrent oral aphthous stomatitis and the menstrual cycle, pregnancy, or 
menopause. 


Henrietta N. Ukwu, _‘— Perinatal Transmission of Human Immunodeficiency Virus-1 
Barney S. Graham, _ Infection and Maternal Immunization Strategies for Prevention 458 


John S. Lambert, & Issues are discussed regarding clinical trials with candidate AIDS vaccines aimed at 
Peter F. Wright interrupting the maternal-to-fetal transmission of HIV. 


Instruments & Methods 


Keith Isaacson & = The Laser-Assisted Scalpel: Initial Clinical Evaluation of Its Use 
Krishna M. Bhatta’ in Gynecologic Endoscopy 469 


A new fiberoptic laser delivery device, the laser-assisted scalpel, was evaluated for 
use during gynecologic endoscopy. 
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SEPTEMBER (PART 2) 


Adenosine in the Treatment of Maternal Paroxysmal 
Supraventricular Tachycardia 


Adenosine was used to treat supraventricular tachycardia in a gravida. 


Termination of Supraventricular Tachycardia With Intravenous 
Adenosine in a Pregnant Woman With Wolff-Parkinson-White 
Syndrome 


Intravenous adenosine was effective for the acute termination of narrow complex 
supraventricular tachycardia with Wolff-Parkinson-White syndrome. 


Hypoplastic Pulmonary Artery: An Unusual Entity Mimicking 
Pulmonary Embolism During Pregnancy 


After a detailed workup, a patient with new-onset hemoptysis during the third 
trimester of pregnancy was found to have a hypoplastic pulmonary artery. 


Erythropoietin in Pregnancies Complicated by Severe Anemia of 
Renal Failure 


Erythropoietin treated the anemia of renal failure effectively in three pregnant 
women. 


Acute Uric Acid Nephropathy in Pregnancy 


Acute uric acid nephropathy in pregnancy resolved rapidly without major risks 
after prompt fluid administration and forced diuresis. 


Post-Miscarriage Thyroid Dysfunction 


The first reported case of post-miscarriage thyroid dysfunction is presented and its 
implications are discussed. 


Successful Pregnancy Outcome in a Patient With Congenital 
Biliary Atresia 

We report a case of successful pregnancy outcome in a patient with surgically 
corrected congenital biliary atresia. 

Axillary Vein Thrombosis During Pregnancy: A Case Report 


Axillary vein thrombosis during the 32nd week of a normal pregnancy was 
clinically suspected, confirmed by phlebography, and successfully treated with 
heparin. 

Fetal Stroke Associated With Elevated Maternal Anticardiolipin 
Antibodies 


Two infants with idiopathic middle cerebral artery stroke were born to mothers 
with anticardiolipin antibodies. 


Acute Iron Intoxication in Pregnancy: Case Report and Review 
of the Literature 


A case of acute iron intoxication with management strategies and review of the 
literature is presented. 


An Unusual Complication in a Gravida With Factor IX 
Deficiency: Case Report With Review of the Literature 


A gravida with factor IX deficiency demonstrated spontaneous subchorionic 
bleeding on ultrasonography; conservative management with factor IX infusion 
permitted an uneventful delivery at term. 
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Antepartum Diagnosis of Placenta Previa Percreta by Magnetic 
Resonance Imaging 


Magnetic resonance imaging was used in the antepartum diagnosis of placenta 
previa percreta, allowing altered management with less morbidity. 


Transvaginal Color Doppler Sonography in the Prenatal 
Diagnosis of Placenta Accreta 


Placenta accreta can be diagnosed with transvaginal color Doppler sonography by 
observing hypervascularity beneath the placenta and absence of the retroplacental 
clear space. 


Ritodrine Therapy in the Presence of Chronic Abruptio 
Placentae 


Parenteral ritodrine therapy successfully prolonged a gestation for 7 weeks despite 
abruptio placentae. 


Delivery Through the Maternal Bladder During Trial of Labor 


Delivery of an infant through the maternal bladder, an unusual complication, 
should not discourage trial of labor after cesarean. 


Abdominal Rescue After Failed Cephalic Replacement 
Abdominal rescue—hysterotomy with combined intrauterine and vaginal fetal 
rotation—relieved shoulder dystocia following failed cephalic replacement. 
First-Trimester Diagnosed Cervico-Isthmic Pregnancy Resulting 
in Term Delivery 

Expectant management of a first-trimester ultrasound-diagnosed cervico-isthmic 
pregnancy resulted in a surviving infant and maternal hysterectomy. 
Methotrexate Pneumonitis in Nonsurgical Treatment of Ectopic 
Pregnancy 

Pulmonary toxicity manifest as methotrexate pneumonitis may result from local 
injection of low-dose methotrexate in ectopic pregnancy. 

Criminal Prosecution for Prenatal Injury 


Wrongful prenatal injury can result in criminal prosecution, with the obstetrician 
playing a central role in the legal process. 


Limb-Body Wall Complex Associated With Cocaine Abuse: 
Further Evidence of Cocaine’s Teratogenicity 


Vasospasm may be the mechanism of cocaine’s teratogenic effect. 


Body Stalk Anomaly: Congenital Absence of the Umbilical Cord 


Prenatal ultrasonographic recognition of the lethal body stalk anomaly may permit 
early termination of pregnancy and avoidance of unnecessary operative 
interventions. 


Umbilical Artery Aneurysm: Prenatal Diagnosis and 
Management 


A case of umbilical artery aneurysm is described, for which the diagnosis was 
made prenatally using two-dimensional, real-time, and Doppler ultrasound 
techniques. 


Fetal Ascitic Fluid: A New Source of Lymphocytes for Rapid 
Chromosomal Analysis 


Fetal ascitic fluid is an easily accessible source of lymphocytes for rapid fetal 
karyotyping. 
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Iraj Forouzan _‘ Fetal Abdominal Echogenic Mass: An Early Sign of Intrauterine 
Cytomegalovirus Infection 535 


Fetal ultrasound can diagnose and predict the severity of some intrauterine 
cytomegalovirus infections. 


Douglas S. Richards, 


Michael K. Yancey, The need for emergent tracheostomy in an infant with severe subglottic stenosis 


Patrick Duff, & was anticipated on the basis of prenatal ultrasound findings. 
Frank H. Stieg 


The Perinatal Management of Severe Laryngeal Stenosis 


R. Stan Williams & — Laparoscopic Oophoropexy for Preservation of Ovarian Function 
Nancy Mendenhall _ Before Pelvic Node Irradiation 541 


To preserve ovarian function, laparoscopic oophoropexy can be performed 
immediately before pelvic node irradiation. 


Camran Nezhat & Farr Nezhat _ Laparoscopic Repair of Ureter Resected During Operative 
Laparoscopy 543 


Laparoscopic anastomosis was performed to repair a ureter resected during 
operative laparoscopy. 


Wesley J. Harris | Uterine Dehiscence Following Laparoscopic Myomectomy 


A case of uterine dehiscence occurred at 34 weeks’ gestation following laparoscopic 
myomectomy. 


Brian Sullivan, | Hysteroscopic Resection of Fibroid With Thermal Injury to 
Pardon Kenney, &  Sigmoid 546 
Machelle Seibel 


Laparoscopy is insufficient to evaluate bowel injury following perforation at 
hysteroscopy; a thermal wound may be repaired primarily. 


Paul P. Koonings, | Ureteroscopy: A New Asset in the Management of Postoperative 
Jeffry L. Huffman, & —_Ureterovaginal Fistulas 548 
John B. Schlaerth 


Ureteroscopy intervention can cure ureterovaginal fistulas following hysterectomy, 
thereby obviating major surgery. 


Phyllis C. Huettner, | Colouterine Fistula Complicating Diverticulitis: Charcoal 
Neil J. Finkler,& Challenge Test Aids in Diagnosis 550 
William R. Welch 


Colouterine fistula secondary to diverticulitis is an unusual complication of a 
common disease. 


V. L. Schnell, §Enterobius vermicularis Salpingitis: A Distant Episode From 
R. Yandell, S. Van Zandt, & _— Precipitating Appendicitis 553 
Tung V. Dinh 


The differential diagnosis of pelvic inflammatory disease should include Enterobius 
vermicularis, especially when cultures are negative and the response to standard 
antibiotic therapy is poor. 


Adrian Shulman, Ron Maymon, 
Arieh Shapiro, & 
Charles Bahary 


Percutaneous Catheter Drainage of Tubo-Ovarian Abscesses 


Three patients with pelvic inflammatory disease and tubo-ovarian abscesses were 


successfully treated by ultrasound-guided percutaneous abscess drainage and 
antibiotics. 


Anne M. Weber, 

William J. Hewett, 
Walter H. Gajewski, & 
Stephen L. Curry 


Serous Carcinoma of the Peritoneum After Oophorectomy 


Serous carcinoma of the peritoneum indistinguishable from ovarian carcinoma may 
occur after oophorectomy. 


Jo T. Van Winter & Giant Ovarian Leiomyoma Associated With Ascites and 
C. Robert Stanhope Polymyositis 560 


Ovarian leiomyoma may mimic ovarian cancer. 
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Jeffrey Y. Lin, | Meigs Syndrome With Elevated Serum CA 125 
Cynthia Angel, & Expression of CA 125 antigen was localized to mesothelial surfaces in two patients 
Joshua Z. Sickel with Meigs syndrome. 


Mary Parker, Danny Barnhill, _Intestinal Invasion by a Dysgerminoma in a Patient With Swyer 
Michael Teneriello, | Syndrome 567 


Dennis O’Connor, & Extensive local invasion by a dysgerminoma in a patient with Swyer syndrome 


Robert Park necessitated bowel resection for optimal tumor cytoreduction. 


Terry Huff & Ely Brand Pseudomyxoma Peritoneii: Treatment With the Argon Beam 
Coagulator 569 


The argon beam coagulator is useful for treating pseudomyxoma peritoneii. 


Michael L. Pearl & Percutaneous Transcatheter Embolization for Control of Life- 
Caroline A. Braga Threatening Pelvic Hemorrhage From Gestational Trophoblastic 
Disease 


Percutaneous transcatheter embolization should be considered as an alternative to 
operative intervention for control of life-threatening pelvic hemorrhage from 
gestational trophoblastic disease. 


OCTOBER 


David R. Genest, Estimating the Time of Death in Stillborn Fetuses: I. Histologic 
Michelle A. Williams, & Evaluation of Fetal Organs; an Autopsy Study of 150 Stillborns 575 
Michael F. Greene 


Histologic criteria can correctly predict the approximate time of most fetal deaths. 


David R. Genest _ Estimating the Time of Death in Stillborn Fetuses: II. Histologic 
Evaluation of the Placenta; a Study of 71 Stillborns 585 


Placental histologic criteria can correctly predict the approximate time of fetal death 
in most cases. 


David R. Genest & _—_ Estimating the Time of Death in Stillborn Fetuses: III. External 
Don B. Singer _‘ Fetal Examination; a Study of 86 Stillborns 593 


Gross criteria can correctly estimate the time of fetal death in most instances. 
Dorothee Ganshirt-Ahlert, Fetal DNA in Uterine Vein Blood 601 


Nazli Basak, Kilic Aidynli, & The concentration of fetal cells does not differ before and after passage of blood 
Wolfgang Holzgreve through the maternal lung. 


Henry L. Galan& _ Effect of Intra-Amniotic Administration of Exosurf in Preterm 
Thomas J. Kuehl Rabbit Fetuses 604 


Intra-amniotic administration of exogenous surfactant to preterm rabbits improved 
pulmonary mechanical properties. 


Van R. Bohman, _ Seroprevalence and Risk Factors for Hepatitis C Virus Antibody 
R. William Stettler, in Pregnant Women 609 


Bertis B. Little, Antibody to hepatitis C virus in an indigent obstetric population was significantly 
George D. Wendel, associated with risk factors related to life-style practices. 
Laurie J. Sutor, & 


F. Gary Cunningham 


D. Ware Branch, Outcome of Treated Pregnancies in Women With 
Robert M. Silver, Antiphospholipid Syndrome: An Update of the Utah Experience 614 
Judith L. Blackwell, Pregnancy outcome in patients with antiphospholipid syndrome is probably 


James C. Reading, & improved by treatment, but the rate of complications and fetal loss is substantial. 
James R. Scott 
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C. Andrew Combs, Cost-Benefit Analysis of Autologous Blood Donation in 
Edward L. Murphy, & Obstetrics 621 


Russell K. Laros, Jr In patients without placenta previa, antepartum autologous blood donation is not 
cost-effective. 


Lawrence D. Devoe, _The Prediction of “Controlled” Uterine Rupture by the Use of 
Christopher S. Croom, _ Intrauterine Pressure Catheters 626 
Alaaeldin A. Youssef, & Intrauterine pressure recordings from 20 cesarean deliveries showed no significant 


Cheri Murray changes in tone or contraction amplitude, but demonstrated decreased contraction 
frequency and duration after uterine incision. 


David F. Lewis, _ Effects of Digital Vaginal Examinations on Latency Period in 
Carol A. Major, Preterm Premature Rupture of Membranes 630 
Craig V. Towers, 
Tamerou Asrat, 
James A. Harding, & 
Thomas J. Garite 


Digital vaginal examination should be avoided in cases of preterm PROM. 


Louis A. A. Kollée, _ Five-Year Outcome of Preterm and Very Low Birth Weight 
Ronald Brand, _Infants: A Comparison Between Maternal and Neonatal 
Anneke M. Schreuder, Transport 635 
Martina H. Ens-Dokkum, Delivery of very preterm infants in tertiary centers results in more favorable 


Sylvia Veen, & outcome than delivery in local hospitals. 
S. Pauline Verloove-Vanhorick 


Jens Haarbo & Treatment-Induced Cyclic Variations in Serum Lipids, 
Claus Christiansen _ Lipoproteins, and Apolipoproteins After 2 Years of Combined 

Hormone Replacement Therapy: Exaggerated Cyclic Variations 
in Smokers 


Treatment-induced cyclic variations in serum lipids, lipoproteins, and 
apolipoproteins persisted for at least 2 years after combined estrogen and 
progestogen replacement therapy and were larger in smokers. 


Gary H. Lipscomb, Comparison of Silastic Rings and Electrocoagulation for 
Thomas G. Stovall, | Laparoscopic Tubal Ligation Under Local Anesthesia 645 
Jaya A. Ramanathan, & 


Silastic rings are preferable to bipolar electrocoagulation for laparoscopic tubal 
Frank W. Ling ligation under local anesthesia when long-acting local anesthetics are used for tubal 
anesthesia. 


Gregory Sutton & Scott Morgan Abdominal Wound Closure Using a Running, Looped 
Monofilament Polybutester Suture: Comparison to Smead-Jones 


Closure in Historic Controls 


Wound closure with running, looped monofilament polybutester suture was 
quicker and had no more risk of complication than Smead-Jones closure with the 
same material. 


Nicholas Kadar, Determinants of Survival of Surgically Staged Patients With 
John H. Malfetano, & = Endometrial Carcinoma Histologically Confined to the Uterus: 
Howard D. Homesley _ Implications for Therapy 655 


The survival of patients with endometrial carcinoma histologically confined to the 
uterus was best predicted by the number of tumor-related risk factors present. 


Richard R. Barakat, | Mixed Mesodermal Tumor of the Ovary: Analysis of Prognostic 
Stephen C. Rubin, _ Factors in 31 Cases 660 
George Wong, Patricia E. Saigo, 
Maurie Markman, & 

William J. Hoskins 


Mixed mesodermal tumors of the ovary responded poorly to chemotherapy 
regardless of the presence of sarcomatous elements in the metastases. 
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Meir J. Stampfer 


Epidural Analgesia in Labor and Fetal Hyperthermia 
A rise in fetal temperature is a side effect of epidural analgesia if the ambient 
temperature is high; prolonged use may cause fetal hyperthermia. 


Significance of Cardiac Activity on Endovaginal Ultrasound in 
Very Early Embryos 
Embryonic cardiac activity, although present earlier, should be detectable 


sonographically in embryos of 4 mm or more; its absence in smaller embryos is 
nondiagnostic and warrants follow-up. 


Short-Term Fetal Heart Rate Variation, Decelerations, and 
Umbilical Flow Velocity Waveforms Before Labor 


Computerized measurement of short-term FHR variation was a more reliable 


antenatal predictor of outcome than decelerations or umbilical artery flow velocity 
waveforms. 


Reappearance of End-Diastolic Velocities in the Umbilical 


Artery Following Maternal Volume Expansion: A Preliminary 
Study 


Maternal volume expansion resulted in temporary reappearance of umbilical artery 
end-diastolic velocities and improved neonatal outcome. 


The Significance of Increasing Umbilical Artery Systolic- 
Diastolic Ratios in Third-Trimester Pregnancy 


An increase of more than 20% in the S/D during the third trimester was associated 
with an increased risk of fetal compromise. 


Clinical Evaluation of the NBD-PC Fluorescence Polarization 
Assay for Prediction of Fetal Lung Maturity 


The NBD-PC fluorescence polarization assay was an excellent predictor of fetal 


lung maturity; supplementary use of the L/S did not appreciably improve the 
prediction of RDS. 


Placenta Accreta/Percreta/Increta: A Cause of Elevated Maternal 
Serum Alpha-Fetoprotein 


Placenta accreta/percreta/increta was associated with high MSAFP levels. 


Urethral Diverticula: Evaluation by Urethral Pressure 
Profilometry, Cystourethroscopy, and the Voiding 
Cystourethrogram 

A combination of cystourethroscopy and voiding cystourethrography provided 


information comparable to that of urethral pressure profilometry when planning 
corrective surgery for urethral diverticula. 


Reviews 


Should Women With Familial Ovarian Cancer Undergo 
Prophylactic Oophorectomy? 


The lifetime probability of ovarian cancer is about 1.6% and increases to about 5- 
7% in a woman with a family history of ovarian cancer. 


A Quantitative Assessment of Oral Contraceptive Use and Risk 
of Ovarian Cancer 


A summary of 20 epidemiologic studies indicates that OC use substantially reduces 
ovarian cancer risk. 
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After Office Hours 


Gertie F. Marx & The Introduction of Nitrous Oxide Analgesia into Obstetrics 715 


Tatyana Katsnelson Nitrous oxide analgesia was introduced into obstetrics by a young physician who 


evaluated the effects on mother, fetus, and the progress of labor. 


Graduate Education 
David A. Grimes Clinicians Who Provide Abortions: The Thinning Ranks 719 
Abortion training should be integrated into the mainstream of residency education. 
Instruments & Methods 
Harrith M. Hasson _Half-Hitch Knot for Securing the End of Continuous Sutures 724 


A single half-hitch formed over the last loop of a continuous suture can secure the 
suture end and protect against unraveling. 


Letters 


NOVEMBER 


William P. Dillon, Obstetric Care and Cesarean Birth Rates: A Program to Monitor 
John W. Choate, Quality of Care 731 


Murray L. Nusbaum, District II of ACOG and the New York State Department of Health jointly 


Mary Armao McCarthy, implemented a quality assurance program in obstetrics, with an emphasis on 
Margaret McCall, & cesarean births. 


Mortimer G. Rosen 


Melissa M. Adams, Smoking, Pregnancy, and Source of Prenatal Care: Results From 
Donna J. Brogan, _ the Pregnancy Risk Assessment Monitoring System 738 
Juliette S. Kendrick, Although many smokers reduced or quit smoking during pregnancy, the majority 


Holly B. Shulman, resumed or increased smoking after delivery. 
S. Christine Zahniser, 


F. Carol Bruce, & 

The Pregnancy Risk Assessment 
Monitoring System Working 
Group 


Michelle A. Williams, Low Birth Weight and Preterm Delivery in Relation to Early- 
Durlin E. Hickok, Gestation Vaginal Bleeding and Elevated Maternal Serum 

Rosalee W. Zingheim, Alpha-Fetoprotein 745 
Robert Mittendorf, Early-gestation vaginal bleeding and elevated MSAFP appear to be independent 


Judith Kimelman, & risk factors for the delivery of preterm and LBW infants. 
Barry S. Mahony 


James T. Christmas, Comparison of Questionnaire Screening and Urine Toxicology 


Janet S. Knisely, for Detection of Pregnancy Complicated by Substance Use 750 
Kathryn S. Dawson, 


: A combined screening program consisting of questionnaire and toxicologic 
Mara J. Dinsmoor, evaluation may be the most effective method of identifying pregnant substance 
Sandy E. Weber, & users. 


Sidney H. Schnoll 


Francisco L. Gaudier, Recurrence of Gestational Diabetes Mellitus 755 


John C. Hauth, Mike Poist, Maternal obesity, an LGA neonate, and insulin requirement in a previous 
deLacee Corbett, & pregnancy predict the recurrence of gestational diabetes mellitus. 
Suzanne P. Cliver 
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Expectant Management of Preterm Ruptured Membranes: Effects 
of Antimicrobial Therapy 


Treatment of preterm PROM with broad-spectrum antimicrobials was associated 
with longer gestation and fewer special care nursery admissions, but no 
measurable long-term benefit. 


Approximate Entropy, a Statistic of Regularity, Applied to Fetal 
Heart Rate Data Before and During Labor 


Approximate entropy, a new statistic for identifying regularity, offers no advantage 
in antepartum FHR analysis and does not discriminate between normal and 
abnormal outcome in labor. 


Four-Quadrant Assessment of Amniotic Fluid Volume: 
Distribution’s Role in Predicting Fetal Outcome 


An AF distribution with a greater proportion of fluid in the upper quadrants is 
associated with a greater incidence of perinatal morbidity in labor. 


Cord-Containing Amniotic Fluid Pocket: A Useful Measurement 
in the Management of Oligohydramnios 


A cord-containing AF pocket larger than 5 cm in patients with a low AF index 
characterizes a subgroup with reduced perinatal morbidity. 


Sonographically Detected Hyperechoic Fetal Bowel: Significance 
and Implications for Pregnancy Management 


Sonographically detected hyperechoic fetal bowel is associated with a significantly 


higher risk of fetal cystic fibrosis and growth retardation than observed in general 
and control populations. 


Effects of Methyldopa on Umbilical and Placental Artery Blood 
Flow Velocity Waveforms 


Methyldopa treatment decreases velocity waveform indices in placental arteries. 


Effects of Induction of Labor With Prostaglandin E, on Fetal 
Breathing and Body Movements: Controlled, Randomized, 
Double-Blind Study 


Induction of labor with IV PGE, inhibits fetal breathing movements and gross body 
movements. 


An Assessment of the Use of Meconium Alone as an Indication 
for Fetal Blood Sampling 


In a prospective observational study, no evidence was found for the use of 
meconium alone as an indication for fetal blood sampling. 


Invasive Cervical Cancer Following Cryotherapy for Cervical 
Intraepithelial Neoplasia or Human Papillomavirus Infection 
Inappropriate evaluation, inaccurate pathologic interpretation, and inadequate 


long-term follow-up are the reasons that cryotherapy for CIN or HPV fails to 
prevent cervical cancer. 


Transvaginal Doppler Ultrasound Assessment of Intratumoral 
Hemodynamic Change Before and During Hypertensive Intra- 
Arterial Chemotherapy for Uterine Cancer 


Blood flow to the tumor increases with hypertensive intra-arterial chemotherapy 
for uterine cancer. 
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D. P. J. Barton, S.S. Morse, Percutaneous Nephrostomy and Ureteral Stenting in 
J. V. Fiorica, M. S. Hoffman, Gynecologic Malignancies 805 
W. S. Roberts, & D. Cavanagh Ureteral problems in gynecologic cancer, including those associated with urinary 


conduits, can be managed effectively by percutaneous nephrostomies and ureteral 
stents. 


Tsunehisa Kaku, Endometrial Metaplasia Associated With Endometrial Carcinoma 812 


Naoki Tsukamoto, Endometrial carcinomas with metaplasia are usually of low histologic grade; 
Nobuhiro Tsuruchi, myometrial invasion and pelvic lymph node metastases are unlikely. 
Kouichiro Sugihara, 

Toshiharu Kamura, & 
Hitoo Nakano 


Julian C. Schink, Etoposide, Methotrexate, Actinomycin D, Cyclophosphamide, 
Diljeet K. Singh, and Vincristine for the Treatment of Metastatic, High-Risk 
Alfred W. Rademaker, Gestational Trophoblastic Disease 817 


David S. Miller, & The combination of etoposide, methotrexate, actinomycin D, cyclophosphamide, 
John R. Lurain and vincristine is promising chemotherapy for metastatic high-risk 
choriocarcinoma. 


Fabio Parazzini, Luca Tozzi, _Risk Factors for Ectopic Pregnancy: An Italian Case-Control 
Monica Ferraroni, Study 821 


Luca Bocciolone, Risk factors for ectopic pregnancy were greater in women with a history of pelvic 
Carlo La Vecchia, & inflammatory disease/salpingitis, abdominal surgery, difficulty in conception, 
Luigi Fedele increasing numbers of sexual partners, and early age at first intercourse. 


Margaret J. Nachtigall, Incidence of Breast Cancer in a 22-Year Study of Women 
Scott W. Smilen, Receiving Estrogen-Progestin Replacement Therapy 827 
Robert D. Nachtigall, The 22-year administration of estrogen-progestin hormone replacement therapy did 


Richard H. Nachtigall, & not increase the incidence of breast cancer in a small group of continuously 
Lila E. Nachtigall hospitalized postmenopausal women. 


David C. Shaver, _ Early and Late Intraventricular Hemorrhage: The Role of 
Henrietta S. Bada, Obstetric Factors 831 
Sheldon B. Korones, Certain obstetric factors appear to influence the genesis of early and late neonatal 
Garland D. Anderson, intraventricular hemorrhage. 
Seok P. Wong, & 
Kristopher L. Arheart 


Moshe Bronshtein & _ Prenatal Diagnosis of Dilated Cava Septi Pellucidi et Vergae: 
Zeev Weiner Associated Anomalies, Differential Diagnosis, and Pregnancy 
Outcome 


Prenatal sonographic detection of dilated cava septi pellucidi et vergae may be 
associated with other intracranial and extracranial anomalies. 


Sheri M. St. Clair& _ First-Trimester Exposure to Alprazolam 843 
Robert G. Schirmer 


An increased risk of spontaneous fetal losses or birth defects was not apparent in 
voluntary reports of exposure to alprazolam in the first trimester of pregnancy. 


Ann C. Chau, A Prospective Comparison of Terbutaline and Magnesium for 
Harvey A. Gabert,& Tocolysis 847 
Joseph M. Miller, Jr 


Significantly more patients delivered at term after preterm labor suppression with 
IV and oral magnesium than with subcutaneous and oral terbutaline. 


D. De Aloysio & P. Penacchioni Morning Sickness Control in Early Pregnancy by Neiguan Point 


Acupressure 852 


Acupressure at the Neiguan point relieves morning sickness. 
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Serum Lipids, Blood Pressure, Body Weight, and Serum 
Chemistry in Women Using Subcutaneous Contraceptive 
Implants Releasing the Progestin ST 1435 

Long-term use of subdermal contraceptive implants releasing the progestin ST 1435 
had no adverse effects on serum lipids, blood pressure, or body weight. 


Sexual Assault in Postmenopausal Women 


Postmenopausal women represent 2.2% of women reporting sexual assault in 
Dallas County and are more likely to suffer genital trauma than younger victims. 


Editorial 


The Case for Confidence Intervals 


Confidence interval estimation is more informative than a P value in presenting 
the results of research. 


Review 


Prenatal Programs: What the Literature Reveals 


Published evaluations have found that prenatal care is effective for poor, young 
women, but have not assessed the appropriate content and timing of visits. 


Clinical Commentary 


Hemolytic Disease of the Fetus: A Plea for Restraint 


Review of the literature prompts detailed conservative recommendations for the 
selection of patients for and timing and type of invasive testing. 


Sexual Assault: Review of a National Model Protocol for 
Forensic and Medical Evaluation 


Sexual assault protocols should be developed by multidisciplinary teams to 
minimize physical and psychological trauma to the victim and to maximize the 
probability of collecting forensic evidence. 


Instruments & Methods 


Laparoscopic Myomectomy 


In selected cases, laparoscopic myomectomy is a suitable alternative to abdominal 
myomectomy for the treatment of symptomatic leiomyomata uteri. 


Natural Oocyte Retrieval With Intravaginal Fertilization: A 
Simplified Approach to In Vitro Fertilization 


A simplified approach to IVF eliminates the side effects and complications of 
gonadotropins and markedly reduces costs. 


Letter 


DECEMBER 


Randomized Comparison of Laparoscopy-Assisted Vaginal 
Hysterectomy With Standard Vaginal Hysterectomy in an 
Outpatient Setting 


Laparoscopy-assisted vaginal hysterectomy and standard vaginal hysterectomy are 
comparable when performed on an outpatient basis, except for greater cost with 
the laparoscopy procedure. 
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Appropriateness of Hysterectomies Performed for Multiple 
Preoperative Indications 902 


Listing of multiple indications for hysterectomy is associated with decreased rates 
of confirmation of the preoperative diagnoses. 


The Effect of Bilateral Pudendal Blockade on the Static Urethral 
Closure Function in Healthy Females 906 


The striated muscles innervated by the pudendal nerve are of paramount 
importance for the static closure function all along the urethra. 


Transvaginal Sonographic Findings in Ambulatory Patients With 
Suspected Pelvic Inflammatory Disease 912 


Transvaginal sonography facilitates the diagnosis of acute pelvic inflammatory 
disease in outpatients. 


Transvaginal Ultrasound, Color Flow, and Doppler Waveform of 
the Postmenopausal Adnexal Mass 917 


Transvaginal ultrasound, color flow, and Doppler indices give 90% or better 
reliability in differentiating benign from malignant ovarian neoplasms in the 
postmenopausal woman. 


A Critical Evaluation of Transvaginal Doppler Studies, 
Transvaginal Sonography, Magnetic Resonance Imaging, and 
CA 125 in Detecting Ovarian Cancer 922 


Transvaginal Doppler ultrasound does not provide more useful diagnostic 
information than transvaginal sonography, MRI, and CA 125 for differentiating 
malignant from benign ovarian tumors. 


Comparison of Clinical Versus Surgical Staging Systems in 
Vulvar Cancer 927 


The new surgical staging system for vulvar cancer provides improved prognostic 
information when compared with the old clinical staging system. 


Surgical Treatment of Unexpected Invasive Cervical Cancer 
Found at Total Hysterectomy 931 


Radical reoperation is an effective treatment for selected patients with unexpected 
invasive cervical cancer found at simple hysterectomy. 


Adenocarcinoma In Situ of the Uterine Cervix 935 


For women with cervical adenocarcinoma in situ, a conization with uninvolved 
margins reliably excludes adenocarcinoma and is adequate treatment when 
preservation of fertility is desired. 


Radical Hysterectomy in Obese Women 940 


Obesity does not compromise the adequacy of radical hysterectomy, survival, or 
serious surgical morbidity, but it is associated with increased operative time and 
estimated blood loss. 


A Formula for Predicting the Risk of a Positive Second-Look 
Laparotomy in Epithelial Ovarian Cancer: Implications for a 
Randomized Trial 944 


The probability of a positive second-look laparotomy in ovarian cancer can be 
estimated from age, stage, grade, residual disease after original surgery, and 
histologic type. 
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Comprehensive Restaging Laparotomy in Women With 
Apparent Early Ovarian Carcinoma 
Comprehensive laparotomy, including multiple peritoneal biopsies with selective 


pelvic and para-aortic lymphadenectomy, is necessary to establish the stage of 
apparent early ovarian carcinoma. 


Meta-Analysis of Cisplatin, Doxorubicin, and 
Cyclophosphamide Versus Cisplatin and Cyclophosphamide 
Chemotherapy of Ovarian Carcinoma 


Cisplatin, doxorubicin, and cyclophosphamide significantly increase survival 
compared with cisplatin and cyclophosphamide, and this appears to be due to the 
addition of doxorubicin rather than to increased dose intensity. 


Abnormal Labor and Infant Brain Damage 


Abnormal labors, as compared with normal labors, are not associated with infant 
brain damage regardless of the mode of delivery or the use of oxytocin. 


Maternal and Neonatal Outcomes After Oxytocin Augmentation 
in Patients Undergoing a Trial of Labor After Prior Cesarean 
Delivery 


No increased incidence of adverse outcomes is detected in patients augmented 
with oxytocin during a trial of labor after prior cesarean delivery. 


Labor Induction in Women at Term With Mifepristone (RU 486): 
A Double-Blind, Randomized, Placebo-Controlled Study 


Mifepristone is effective in inducing labor near term. 


Psychosocial Correlates of Drug and Heavy Alcohol Use Among 
Pregnant Women at Risk for Drug Use 


Pregnant women with substance-using partners have an increased risk of 
substance use; their use is associated with negative life events but not with 
depression or social support. 


Crack Cocaine: A Risk Factor for Human Immunodeficiency 
Virus Infection Type 1 Among Inner-City Parturients 


Crack cocaine use is a risk factor for HIV-1 infection among pregnant women. 


Management and Therapy of Human Immunodeficiency Virus- 
Infected Pregnancies in Maternal-Fetal Medicine Fellowship 
Training Programs 


Multicenter clinical studies exclude many HIV-infected pregnant women attending 
clinics of maternal-fetal medicine fellowship programs. 


The Epidemiology of Pregnancy Complications and Outcome in 
a Norwegian Twin Population 


Genetic factors influence miscarriage, hypertension, and nausea-vomiting during 
pregnancy and predispose to dizygotic twinning. 

Color Doppler Flow as an Indicator of Trophoblastic Activity in 
Tubal Pregnancies Detected by Transvaginal Ultrasound 


Transvaginal color Doppler imaging is a good supplementary diagnostic tool for 
monitoring the viability of the trophoblast in tubal pregnancies. 
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Quantitative Estimation of Human Uterine Artery Blood Flow 
and Pelvic Blood Flow Redistribution in Pregnancy 

An increase in uterine artery diameter and progressively faster blood flow velocity 
throughout gestation combine to raise uterine artery volumetric flow in normal 
pregnancy. 


Maternal-Fetal HLA-DR Relationships and Pregnancy-Induced 
Hypertension 


Pregnancy-induced hypertension is more frequent in cases of potential fetal 
exposure to maternal HLA-DR alloantigens without concomitant maternal exposure 
to fetal HLA-DR alloantigens. 


Does Closure of Camper Fascia Reduce the Incidence of Post- 
Cesarean Superficial Wound Disruption? 


Approximation of Camper fascia during closure of the abdomen at cesarean 
delivery decreases the incidence of postoperative superficial wound disruption. 


Effect of Time and Storage Temperature on Amniotic Fluid 
Glucose Concentration 


Amniotic fluid glucose concentrations do not change over 12 hours unless there is 
intra-amniotic infection. 


Loop Electrosurgical Excision Procedure of the Transformation 
Zone and Colposcopically Directed Punch Biopsy in the 
Diagnosis of Cervical Lesions 


Loop excision allows better histopathologic evaluation of the transformation zone 
than does colposcopically directed punch biopsy. 


Chorionic Villus Sampling: Experience With 3016 Cases 
Performed by a Single Operator 


Operator experience plays a vital role in the safety and efficacy of CVS. 
Reviews 


Prediction of the Small for Gestational Age Infant: Which 
Ultrasonic Measurement is Best? 


Abdominal circumference and estimated fetal weight are superior to other 


morphometric and Doppler ultrasonic measurements in diagnosing the SGA fetus 
in high-risk populations. 


Assessment of Rapid Identification Tests for Genital Carriage of 
Group B Streptococci 


Currently available methods for the rapid detection of group B streptococci lack 
adequate sensitivity for routine use as intrapartum screening tests. 


Instruments & Methods 


Rapid Fetal Lung Maturity Testing: Commercial Versus NBD- 
Phosphatidylcholine Assay 


Using paired AF samples over a broad range of results, two fluorescence 
polarization assays have a strong correlation. 


A Technique for Laparoscopic Pomeroy Tubal Ligation With 
Endoloop Sutures 


Laparoscopic Pomeroy tubal ligation using endoloop sutures compares favorably to 
a method using Silastic rings. 
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